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Objectionable. 


Display conditions: 

Not Applicable. 


Descriptive Note: 

Not Applicable. 


Direction to issue a label has not been given. 


SUMMARY OF THE REASONS FOR DECISION: 

The video recording entitled Maximum Perversum presents a number of scenes 
depicting the use of urine in association with sexual conduct for the purpose of sexual 
arousal of the viewer. The production’s narrative also verbally encourages the viewer 
to engage in “golden showers”, a colloquial term for urination during sexual activity. In 
consideration of these factors and of the relevant criteria under Section 3 of the Films, 
Videos, and Publications Classification Act 1993, the video recording is considered to 
tend to promote and support the use of urine in association with sexual conduct, and 
therefore is deemed objectionable. 
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